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SHEET | REVJECO| [DATE DESCRIPTION BY [CHK IAPR 
NOTES: : 1 A 10/11/05 JAC4c18 WAS AC4C20 REB| [LS |REB 
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MIL-W-22759/41-18 


18 AWG WIRE 


MIL-W-22759/41-14 14 AWG WIRE 


MIL-W-22759/41-14 


14 AWG WIRE 
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